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DEPUTY DIRECTOR OF CENTRAL INTELLIGENCE 


WASHINGTON, D.C. 


10 November 1975 


The Honorable Clarence M. Kelley 41% 
Director ‘ : 
Federal Bureau of Investigation ; 
Ninth Street & Pennsylvania Avenue NW 

Washington, D. C. 20535 
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